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SECRET BONN 05677 

EXDIS 


Message Text 


E.O. 11652: XGDS-1 
TAGS: MNUC, TECH, GW 

SUBJ: URENCO FUELING OF FRG NUCLEAR REACTORS IN BRAZIL 
REF: (A) LONDON 5099 (EXDIS), (B) BONN 5242 (EXDIS) 

1 . IN CONNECTION WITH LONDON REFTEL, IT MAY BE WORTH 
MENTIONING THAT DURING ECON/COMM MINISTER'S DISCUSSION 
WITH FONMIN ASSISTANT SECRETARY LAUTENSCHLAGER LAST 
WEEK CONCERNING OUR DISCUSSIONS WITH THE DUTCH OVER 
URENCO, LAUTENSCHLAGER WAS VERY RELAXED ON THE APRIL 

1 DATE. 

2. HE TOLD US THAT HE NEVER BELIEVED THAT THE 
APRIL 1 DATE WAS PARTICULARLY FIRM OR OF ANY GREAT 
SIGNIFICANCE, AND THAT WITH THE PRESENT DUTCH 
POLITICAL SITUATION, HE DID NOT SEEM VERY CONCERNED 
ABOUT THE DEFERRAL OF THE DECISION. 
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3. HE SPECULATED THAT A FIRM DUTCH DECISION MIGHT 
AWAIT FORMATION OF THE NEW GOVERNMENT. 
STOESSEL 
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Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977BONN05677 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: XI 

Errors: N/A 

Expiration: 

Film Number: D7701 1 1 -0372 
Format: TEL 
From: BONN 
Handling Restrictions: 

Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1977038/aaaaagul.tel 

Line Count: 59 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 67765ebb-c288-dd11-92da-001cc4696bcc 

Office: ACTION SS 

Original Classification: SECRET 

Original Handling Restrictions: EXDIS 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: SECRET 
Previous Handling Restrictions: EXDIS 
Reference: 77 LONDON 5099, 77 BONN 5242 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 01 -Dec-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3169358 
Secure: OPEN 
Status: NATIVE 

Subject: URENCO FUELING OF FRG NUCLEAR REACTORS IN BRAZIL 
TAGS: MNUC, TECH, GE, UK, BR, URENCO 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/67765ebb-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



